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To: 
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Attachments: 


Rosas, Giovanni (DPH) 

Friday, February 11, 2011 9:49 AM 

Clemmer, Jill (DPH); Hanchett, James (DPH); Jacobsen, Patricia (DPH); Jenner, Jennifer 
(DPH); KaneOl, Peter (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Rubin, Alan 
(DPH); Salemi, Charles (DPH); Servizio, Paul (DPH) 

Liquid Chromatography 

LIQUID CHROMATOGRAPHY WEBCAST.doc 


Good Morning 

FYI 

Gio 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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